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V=dF Security Solutions 

Vetted Security Solutions 

621 Monte Cristo Blvd 

Saint Petersburg, FL 33715 

Office: (727) 495-6396 

Cell: (901) 545-9825 

% 

Attention: 

Joseph Souza 

Date 

3/6/18 

Project Name: 

Parking ALPR 

Quote Number: 

VS-3618_03 


PROJECT QUOTATION 


We at Vetted Solutions are pleased to quote the following systems for the above referenced project: 


Scope of Work: 


This quote includes provision of (4) 75mm Reaper cameras. This quote is given assuming constant hot 120VAC 
power will be located at each pole location. Customer will be responsible for providing enclosure boxes, power to 
enclosure box (12vdc or 120VAC). This quote includes 2x 2 camera mobile units and CDMS software for 
parking application for UCF. All reads from parking application will communicate back with hosted LEARN 
Server and be readily accessible to UCF law enforcement. Parking vehicles will load authorized white list and 
will not get the FDLE hotlist. 

All licensing fees, start up and commissioning, and all associated cost for setup of LEARN account / new 
customer setup are included. Complete system includes I year parts and labor warranty on all equipment. 


Please see clarifications at bottom of page for proposal notes / clarifications. 























(4) 

VSFHXXX-H- 

RE 

Reaper Camera - 75mm 

Hardware: 

* Integrated (Internal) solid state DSP Smart processor units - No moving parts 

* Plug-N-Play IP based camera with Power Over Ethernet (POE) 

* Includes fid d insta 11 ed J - Bo x 

* Combinalion 1R and Color lens con fig to be selected at time of order 

* includes high contrast 740nm Camera lenses & RAM mounting bracket 

Software: 

* Direct connect to Vigilant's nationally hosted LEARN LPR data server 

* Includes CarDelector LPR software for local server hosting 

* LPR vehicle license plate scanning / real time alerting 

* Full suite of LPR tools including data analytics 

$7,800.00 

$31,200.00 

(4) 

U-BASE-SET 

Non Invasive Camera Mounting Accessories 

* Made for heavy weighted LPR cameras or high impact applications 

* Pole Mount Kit 

* One required per camera 

$180,00 

$720.00 

(2) 

Mobile LPR 

SYS-1 

CDMH3-234- 

RE 

Mobile LPR 2-Camera System w / Integrated Processor (Expandable to 4 
Cams) 

Hardware: 

* Gty=1 Combination IR / Color LPR Camera - 25mm lens package 

* Gty=1 Combination IR / Color LPR Camera - 35mm lens package 

* Cameras w/ integrated solid state DSPs (No moving parts) & high contrast 

740nm lenses 

* Wiring harness w/ ignition control (Direct to Battery) 

o Single point power connection 

* Field installed GPS receiver for MDC (USB Connect) 

Software: 

* CarDetector Mobile LPR software application for MDC unit 

o LPR vehicle license plate scanning / real time alerting 

* o Full suite of LPR tools including video tool set 

$11,850.00 

$23,700.00 

■ 


SOFTWARE Portion: 



(1) 

VV-SL-1 

LEARN-NVLS LPR Data Hosting Service via National Law 
Enforcement LPR Server 

Vigilant Hosted/Managed Centralized LPR server via LEARN l?l 

Vigilant hosted/managed LEARN account 

* Central repository for all LPR data acquired by each LPR 

* Includes Vigilant’s suite of LPR data analytics via online web access 

* Automated CarDetector software update management 

* Plate searching, mapping, data mining utilities, Stakeout, 

* Associate Analysis and MOAB 

* Full administrative security with management auditing 

$0.00 

$0.00 


Plug-N-Play an unlimited number of CarDetector LPR systems 






















(8) 

VSBSCS VC-01 

Vigilant LPR Basic Service Package for Hosted/Managed 

LPR Deployments 

* Managed/hosted server account services by Vigilant 

* includes access to all LEARN and CarDetector software updates 

* Priced per camera per year for up to 30 total camera units reg 

Requires new/existing Enterprise Service Agreement (ESA) 0 

* Priced for 1 camera per year 

$425.00 

$3,400.00 



Configuration / Shipping Cost: 



(4) 

SSUPSY5-COM 

Vigilant System Start Up & Commissioning of 'In Field 1 LPR 
system 

• Vigilant certified technician to visit customer site 

• Includes system start up, configuration and commissioning of LPR 

system 

• Applies to 1 Fixed ALPR System 

S250.00 

$1,000,00 

(4) 

VS-SHP-02 

Vigilant Shipping & Handling Charges 

■ Applies to each fixed camera LPR System 

• Shipping Method is FOB Destination 

$95.00 

$380.00 

(2) 

SSUPSYS- 

COM 

Vigilant System Start Up & Commissioning of 'In Field' LPR system 

* Vigilant certified technician to visit customer site 

* Includes system start up, configuration and commissioning of LPR system 

* Applies to mobile (1 System) 

* Includes Installation of Mobile Unit 

$850.00 

$1,700.00 

(1) 

TRVL-MFL 

Vetted Travel Cost to Customer Location 

$500.00 

$500.00 

(2) 

VSH-STNRD 

Vigilant Shipping & Handling Charges 

* Applies to each Mobile LPR System 

* Shipping Method is FOB Destination 

$150.00 

$300.00 

(1) 

SUB-FL 

Signature Systems of Florida Installation 

* installation for Parking Garage 

$2,240,95 

52,240.95 



Hardware Cost: 


S55.620.00 



Software Cost: 


$3,400.00 



Training / Install: 


$6,120.95 



Extended Total: 


$65,140.95 


Proposal Clarifications: 

1. All prices are quoted in USD and will remain firm and in effect for 90 days. 

2. This Quote does not include anything outside the above stated bill of materials, 

3. Complete system includes one (1) year parts and labor warranty; extended warranty options up to five years 
are available. 

4. This quote assumes customer installation of Fixed ALPR enclosures / cameras, A Vigilant Certified 
technician will be on site to assist with installation / start up and commissioning onto UCF account (noted 
above under SSU&C cost). 


Quuted by: Ryan Barnett 


Phone: 901-545*9825 


email: rharnett@vetted$olution.coni 














































Total Price (Excluding sales lax) $65,140.95 _ Includ es all “adds” 

WiXUattisR Mert&N 

Accepted By: _ Date: P,0# Accepted By: 

Signed: Thursday, June 21, 2018 ' 





